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TCS-851-57 

Copy 


6 Fotooary 1957 


M EMOR ANDUM FOR: Comdsr. Victor A. ttoitorot, ONI 

SUBJECT; Reqoost for TALENT Clearances 

for Billots 


REFERENCE: Op-922Hl/w*y Sor NT-0627-57 

30 January 1957 

TCS-850-57 


Your requaat ia reference io hereby approved 



JAMES Q. REBER 
TALENT Control Officer 


25X1 A 


CONCURRENCE: 


Concurred 

TALENT Security Officer 

Concurrence not requested 

by arrangement/ JQR 

Project Security Officer 

JQR:cw 

l*2-addressee 

3- TSO w/att cy 2 of ref {already in hand) 

4- PSO w/att cy 1 of ref Series A 

5- file 

6- chrono 
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